ARMSTRONG NEWS AGENCY, WINSTON-SALEM, 


The Municipal 
long, 165 ft. wide, 
21/2 ft. to 11 ft., 
swimming. 


Swimming Pool is 270 ft. ~ 
, and ranges in depth from It 
and is ample for Olympic °. 
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H-2 — Municipal Swimming Pool , High Point , N. C. 
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